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Message Text 

CONFIDENTIAL 

PAGE 01 STATE 120381 
ORIGIN ARA-14 

INFO OCT-01 ISO-OO SS-15 PA-01 PM-05 CIAE-00 INR-10 
NSAE-00 HA-05 AID-05 SSO-OO INRE-00 /056 R 

DRAFTED BY ARA/CEN DWELTER:NAB 
APPROVED BY ARA: JBUSHNELL 
D:SOXMAN 

ARA/CEN :WMATTHEWS 

073651 112005Z/73 

O 111943Z MAY 78 

FM SECSTATE WASHDC 

TO AMEMBASSY MANAGUA IMMEDIATE 

CONFIDENTIAL STATE 120381 

E.O. 11652: GDS 
TAGS: MASS, NU 

SUBJECT: AUTHORIZATION FMS CREDIT FOR MEDICAL EQUIPMENT 
REFERENCE: STATE 119862 

1 . HEREWITH CORRECTION TO STATE 1 19862. ADD PARAGRAPH: 

3. FYI: THE LIST OF EQUIPMENT TO BE PURCHASED UNDER THIS 
REQUEST INCLUDES SUCH ITEMS AS 2 AMBULANCES, 2 PICK-UP 
TRUCKS, SMALL QUANTITIES OF WHEELCHAIRS, HOSPITAL BEDS, 

STERILIZERS AND VARIOUS MEDICAL INSTRUMENTS. VANCE 


CONFIDENTIAL 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: MILITARY SALES, CREDIT AUTHORIZATIONS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 11 may 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 20 Mar 2014 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978STATE1 20381 

Document Source: CORE 

Document Unique ID: 00 

Drafter: NAB 

Enclosure: n/a 

Executive Order: GS 

Errors: N/A 

Expiration: 

Film Number: D780200-1184 
Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780568/aaaacfvc.tel 

Line Count: 41 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: a5fb16a0-c288-dd11-92da-001cc4696bcc 

Office: ORIGIN ARA 

Original Classification: CONFIDENTIAL 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: 78 STATE 1 1 9862 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 28 jul 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2717552 
Secure: OPEN 
Status: NATIVE 

Subject: AUTHORIZATION FMS CREDIT FOR MEDICAL EQUIPMENT 
TAGS: MASS, NU 
To: MANAGUA 
Type: TE 
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